NEWS ISSUE 


UE 


uGRAW-HILL PUBLISHING COMPANY, INC. Re CENTS PER Cor. 











poet 
CR, PS 


WILLIAM E. MITCHELL 


Georgia Power vice-president, general manager, who was named 


Southeastern Electric Exchange president, E.E.1. vice-president 










SECONDARY 
NETWORK UNITS 


a 
ir 
{ 








rig 
| ph ee 
FTES 
~~ 










THE OLD THE NEW 
Vault Space Required 612 cu ft (100%) —S 3 336 cu ft (55%) 
Insulating Liquid 363. gal = 180 gal 
Oil only 


Insulating Liquid Oil or Pyranol 


PROGRESS THAT SAVES YOU MONEY 





















p SODAY, with down-town load densities increas- __ bines; or other modern developments that are now 
ing, more and more power companies are available. And you can count on General Electric's 
naturally thinking about voltage conditions and being ready to supply you with economical, reliable 


service continuity——the problem of installing new equipment to help you solve your problems as the} 


vaults, and running new cable. Happily, this kind arise. It will be ready because your purchases of 
of work isn’t so costly as it used to be. Network units 
dienes m 1 aoe apparatus have helped to make these developments 

are much smaller, easier to install and connect. : 
: ; possible. 

Improvements in transformers and network pro- 
oye eC ave ¢ > apDp C1; > > +] S ] ain- y Es e = oh ¢ > 
tectors have made ipprecl ible reductions in ™” sip We therefore believe that it pays every pur¢ haser 
tenance expense. You can use units filled with oil , - 
I ' ' mie of electric apparatus to patronize those manufac- 

or with Pyranol, General Electric’s nonexplosive, . - a 
; exetncae turers who are preparing today for tomorrows 
noninflammable liquid dielectric. ; 
work—and to place your business with them 1 


Tomorrow — if not today — you will be interested direct proportion to the amount of work they have 
in a-c secondary networks; or hydrogen-cooled gen- _ done. It is your assurance of progress—for the 1”- 
erators; or high-pressure, high-temperature tur- dustry—-and for your company. 
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Brighter Utility Outlook Seen 
as Leaders Display Confidence 


Legislation, competition and taxation viewed as major problems still 


facing the industry — Chicago E.E.I. convention draws large attend- 


ance to interesting discussions — Mitchell elected a vice-president 


Destructive regulatory legislation, 
unfair subsidized government compe- 
tition and a heavy burden of taxa- 
tion are casting a shadow on what 
would otherwise be a bright outlook 
for the electric utility industry, in the 
opinion of utility leaders who gath- 
ered at Chicago last week at the an- 
nual convention of the Edison Electric 
Institute. More than 1,500 delegates 
registered. 

The tempo of the meeting indicated 
a return of confidence and optimism 
in the stability of the industry. A 
trend toward solidarity in solving the 
major problems was in_ evidence. 
The feeling existed that the passive 
attitude of the industry should be 
terminated and that aggressive action 
be taken to put before the public the 
industry’s side of the power question. 


Labor troubles seen 


Charles W. Kellogg, president of the 
E.E.L.. declared that the Chicago con- 
vention was one of the best ever held. 
He said that the large attendance at 
every session indicated the great in- 
terest in the discussions. Little change 
in the present trend could be seen by 
Mr. Kellogg. While use of electricity 
is increasing, he said, rates are being 
reduced which will make for a smaller 
gain in gross revenues. Labor troubles 
were seen as a result of the C.I.0. move 
'0 unionize utility workers. 


Bernard F. Weadock, managing di- 
rector of E.E.I., declared that the con- 
vention proved the necessity of ex- 
changing ideas. He said that the op- 
timism displayed by utility leaders in- 
dicated that the industry was far from 
being down and out. New life and 
interests were evident everywhere. he 
said. 


Optimism displayed 


Frank W. Smith of Consolidated 
Edison saw continued improvement in 
utility operations and expanding elec- 
tric service. He was optimistic con- 
cerning the ability of the industry to 
solve its problems. Political antago- 
nism did not reflect the true public 
opinion, he said. 

Paul Clapp, vice-president of Co- 
lumbia Gas & Electric, declared that 
the utilities have always been faced 
with regulation and thought that a 
solution could be found to the present 
situation. He expressed the opinion 
that the industry should strongly op- 
pose political measures which are not 
in the interest of the public. 

E. W. Lloyd, vice-president of Com- 
monwealth Edison, said that his com- 
pany has more than a thousand sales- 
men in the field selling appliances. He 
said that while the industry is moving 
ahead, one of the major obstacles to 
further improvement is 
legislation. 


destructive 


Success of the stock exchange offer 
of Commonwealth Edison will place 
the company in a position to refund 
high interest rate obligation, in the 
opinion of P. L. Smith, vice-president. 
The high rate of taxes has presented 
a serious problem, he said. 

J. F. Owens, president of Oklahoma 
Gas & Electric, declared that business 
in his territory was going well. Fur- 
ther progress in the industry will 
largely depend upon legislation. He 
thought the discussions at the con- 
vention were very good. 

W. E. Mitchell, vice-president and 
general manager of Georgia Power 
Company, who was recently elected 
president of the Southeastern Electric 
Exchange, was elected a vice-president 
of the Institute. All other officers 
were re-elected. 


Alabama High Court 
Upholds Rural Plan 


A lower court decision dismissing 
a suit by the Alabama Power Com- 
pany seeking to enjoin construction 
of rural power lines by the Cullman 
County Electric Membership Corpora- 
tion has been sustained by the Ala- 
bama Supreme Court. The high court 
ruling, upheld validity of a 1935 act 
creating the Alabama Rural Electri- 
fication Authority, in that corpora- 
tions formed under its jurisdiction 
were not subject to public service 
commission regulation and the act did 
not deny the utility “equal protection 
under the law.” 

The power company appealed from 
a decision by Circuit Judge W. W. 
Callahan, sustaining demurrers filed 
by the Cullman corporation against 


nein 


Oe ICAL, WORLD—Published weekly by McGraw-Hill Publishing Company, Inc. Publication Office: 99-129 North Broadway, Albany, N. Y. Editorial and Executive 


a 
President : B + Street, New York, N. Y. 


S & year 
arch 3, 1879. Printed in U. S. A. 


_all other countries, $6 or 24 shillings, a year. 
° Copyright, 1937, by McGraw-Hill Publishing Company, Inc. 


Secretary. Subscription rates: 


James H. McGraw, Jr., Chairman; James H. McGraw, Honorary Chairman; Malcolm Muir, President; Howard Ehrlich, Vice- 

Putnam, Treasurer; D. C. McGraw, United States, Canada, Mexico, Central and South American countries, 
Entered as second-class matter November 16, 1936, at the Post Office at Albany, N. Y., under the Act of 
Cable address: MCGRAWHILL, New York. Member A.B.P. Member A.B.C. 





the power company’s petition for in- 
junction. The utility charged in its 
bill that the 1935 rural electrification 
authority act, under which the mem- 
bership corporation was organized, 
“denies the power company equal pro- 
tection of law” and contended the act 
also was “contrary to public policy.” 


Canadian Utility 
to Rebuild Lines 


Following thorough investigation of 
the conditions which led up to the in- 
terruption of its electric service on 
Vancouver Island during February of 
this year, the British Columbia Elec- 
tric Railway Company has now an- 
nounced through A. T. Goward, vice- 
president, an extensive program of 
strengthening its power transmission 
lines in the area. 

The program of work is designed 
to strengthen the links in the trans- 
mission system which gave way during 
the winter and involves no new con- 
struction. It will be concerned 
chiefly with rebuilding the transmis- 
sion lines and clearing the trees in 
the most thickly wooded areas. The 
estimated cost is considerably in ex- 
cess of $100,000. 

Lines concerned are the main feeder 
from Jordan River, the connection 
with the emergency plant at Brent- 
wood and the tie-line between the 
Jordan River and Brentwood plants 
across Findlayson Arm. The work 
will be carried out by regular line 
crews of the company and will last 
most of the spring, it is expected. 


Request Suit Against Utility 


City Manager George R. Dempster is 
studying a request of the Knoxville 
City Council that he prepare a damage 
suit against the Tennessee Public Serv- 
ice Company because of the utility’s 
efforts to halt construction of a muni- 
cipal power system. The injunction 
obtained by the utility was recently dis- 
solved by the State Supreme Court. 


Kentucky Utilities Appeal 


An appeal to test the validity of 
Kentucky’s Unfair Trade Act, under 
which the Kentucky Utilities Company 
was fined $700 in the Circuit Court, is 


being prepared by attorneys. It was 
charged that the utility cut ice prices 
to undersell a competitor. 
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Great Britain Proposes Merger 
of All Electric Utility Concerns 


Prime Minister recommends forced consolidation to standardize yolt. 


ages and rates — Stronger groups would buy out less efficient units — 
Plan attacked as another example of “Tory Socialism” 


Recommendations for reorganization 
of Great Britain’s electric industry 
have been made by Prime Minister 
Neville Chamberlain in what is being 
termed another example of “Tory So- 
cialism.” 

The immediate response to the move, 
to force purchase or transfer of exist- 
ing power companies so as to set up 
thirty electricity distribution districts 
and require strong units to take over 
the inefficient companies, is one of 
widespread opposition. The attack on 
the proposal has come from labor as 
well as from other sources. 


Complexity of voltages 


There are at present as many as 626 
separate organizations supplying elec- 
tricity in Great Britain. These are in 
addition to the Central Electricity 
Board, which was created by the gov- 
ernment. Of this number, 371 are 
municipal undertakings and 247 pri- 
vate concerns. 

The complexity of voltages, rates 
and other factors has been a source of 
dismay to many utility operators. Ef- 
forts have been in progress to stand- 
ardize operations, much on the order 
of private utilities in the United States. 
Many leading utility operators in this 
country, including Alex Dow, presi- 
dent of Detroit Edison; Samuel Insull, 
former Chicago utility magnate, and 
others, were consulted in the formation 
of the British grid, of which so much 
has been said since the TVA came into 
being. 

The move behind Mr. Chamberlain’s 
recommendations is to standardize 
voltages and to bring down the level 
of charges, which now range from 8 
pence to 2 pence a unit. The govern- 
ment proposes to divide the country 
into thirty distribution areas. In each 
area the companies would be forced to 
merge, and where agreement cannot be 
reached the Lord Chancellor would ap- 
point an arbitral tribunal to determine 
the purchase price. Where two or 
more municipal systems are involved 
and competing in the same area they 
would be put under the control of a 
joint board. Where amalgamation is 
difficult a newly constituted distribu- 
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tion board would be appointed to take 
over transfer of all existing concerns. 
Rates could not be raised without per- 
mission of the commissioners. 


Plan a “patchwork” 


The plan has been termed as “‘patch- 
work socialization without any guar- 
anty of efficient reorganization.” A 
new government agency, the Distribu- 
tion Authority, would be set up and 
would appoint district commissioners 
in each territory. 


Uruguay Lets Awards 


for Electric Project 
A $30,000,000 contract for the de- 


velopment of a large hydro project 
on the Rio Negro in Uruguay has been 
awarded a group of firms headed by 
Siemens-Schuckertwerke A. G. Equip- 
ment capable of developing 500. 
000,000 kw.-hr. annually will be 
installed. Approximately 40 per cent 
of the payment is to be made in 
sterling. Twenty-five per cent will 
be paid in goods—meat, wool and 
hides. The remainder will be paid 
in pesos. 

The dam will create a lake cover- 
ing 400 square miles. Some 2,50) 
miles of transmission lines are cov: 
ered by the contract. It is the inten- 
tion of the Uruguayan government to 
distribute the electricity as widely a: 
possible throughout the country. 


Consumers Power Strike 
Darkens Saginaw Valley 


Saginaw Valley of Michigan was 
without electricity last Wednesday 
when employees of Consumers Power 
Company pulled switches and cut off 
the power. This action came only a 
short time after wage and collective 
bargaining agreements had __ been 
signed, but before they could be made 
known to all workers. 

Governor Murphy told John L. 
Lewis and other C.I.0. officials that 
the strike must end as it violated 4 
previous agreement. Service was Jater 
restored. 
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Roosevelt Asks Legislation for 
Creation of Seven Power Groups 


Bills introduced to carry out recommendations which would set up 
model TVA’s for nation — Gadsden attacks proposal as move to 
destroy utilities — Norris seeks consideration of bill by his committee 


Following the recommendations of 
President Roosevelt in his message 
to Congress last week that seven na- 
tional planning agencies along the 
lines of the Tennessee Valley Au- 
thority be created to conserve na- 
tional resources, solve flood problems, 
droughts and soil erosion and power 
production as a corollary, Senator 
George W. Norris of Nebraska in- 
troduced a bill in the Senate which 
would put the government in_ the 
power business on a scale heretofore 
visioned only in plans. At the same 
time Representative Mansfield, chair- 
man of the rivers and harbors com- 
mittee, introduced a similar bill in the 
House. 

President Roosevelt, in his mes- 
sage, stressed that the Supreme Court 
held that the power generated at TVA 
dams could be sold constitutionally. 
He asked that provision be made for 
administration of hydro-electric proj- 
ects as part of watershed develop- 
ments, adding that the “water-power 
resources of the nation must be pro- 
tected from private monopoly and 
used for the benefit of the people.” 


Gadsden attacks proposal 


Philip H. Gadsden, chairman of the 

committee of utility executives, at- 
tacked the proposal as “patently a 
plan to TVA-ize the nation.” He said 
that stripped of its constitutional 
window dressing and judged by the 
record of the TVA the proposal is a 
“scheme to create a vast super-power 
system. blanketing the nation, owned 
by the government and controlled by 
politicians.” 
_ Mr. Gadsden said that the proposal 
is the “fourth of a series of federal 
legislative acts designed first to 
weaken the credit, then to impair the 
efliciency and, lastly, to destroy the 
Private electric industry.” 


Investors to suffer 


Many millions of American citi- 
zens, Mr. Gadsden said, “who in good 
faith invested their savings in a gov- 
‘tment regulated and controlled in- 
dustry, must be ruthlessly punished 
by the government they support. 


Their crime has been thrift and their 
punishment is that their savings be 
sacrificed to this dangerous experi- 
ment in socialism.” 

He declared that the fact that this 
legislation is fathered by Senator 
Norris should be sufficient to arouse 
the millions of investors in public 
utilities to the imminent 
which threatens them. 

With the TVA as a model, the other 
agencies would function much in the 
same manner. The Norris bill makes 
each authority autonomous, while the 
Mansfield bill would provide that all 
power rates be subject to final ap- 
proval and veto of the Federal Power 
Commission. 

Introduction of the Senate bill, 
which Mr. Norris recommended be 
sent to the agriculture and forestry 
committee, which handled the TVA 
bill and of which he is a member. 
brought forth opposition from other 
Senators who thought that the com- 
mittee on commerce should handle 
the bill since it deals with flood con- 
trol. 

This week Senator Norris charged 
the utilities with an attempt to kill 
the bill by having it switched from 
his friendly committee on agriculture. 


danger 





Senator Royal S. Copeland of New 
York and Senator Bennett Champ 
Clark of Missouri have served notice 
that they would move to have the bill 
considered by the commerce commit- 
tee, which has recently been consider- 
ing a comprehensive flood control 
program. 


Create seven authorities 


The bills as introduced provide 
that the TVA retain its present status 
and the Mississippi commission would 
be continued. 

The act creates the following cor- 
poration Conservation Authorities: 


1. The Atlantic Seaboard Authority, for 
the drainage basins in the United States of 
the rivers flowing into the Atlantic Ocean 
and of the rivers flowing into the Gulf of 
Mexico, from the east, below the basin of 
the Suwanee River. 


2. The Great Lakes-Ohio Valley Au- 
thority, for the drainage basins in the United 
States of the rivers flowing into any of the 
Great Lakes and of the Ohio River, except 
the drainage basins of the Tennessee and 
Cumberland Rivers, and of the rivers flow- 
ing into the Mississippi River above Cairo, 
Illinois, from the east. 

3. The Tennessee Valley Authority, for the 
drainage basins of the Tennessee and Cum- 
berland Rivers, of the rivers flowing into the 
Mississippi River below Cairo, Illinois, from 
the east, and of the rivers flowing into the 
Gulf of Mexico east of the Mississippi River, 
except the rivers below the basin of the 
Suwanee River. 

4. The Missouri Valley Authority, for the 
drainage basins within the United States of 
the Missouri River and the Red River of 
the North and of the rivers flowing into the 
Mississippi River above Cairo, Illinois, from 
the west. 

5. The Arkansas Valley Authority, for the 
drainage basins within the United States of 
the Arkansas, Red and Rio Grande Rivers, 
of the rivers flowing into the Mississippi 
River below Cairo, Illinois, from the west, 


MACHINING ROTOR—Work in the Westinghouse plant at East Pittsburgh on the 
rotor for the largest squirrel-cage motor recently built for the Springdale plant of 
West Penn Power Company 


ELECTRICAL WORLD ¢ JUNE 12, 1937 


(2113) 5 





and of the rivers flowing into the Gulf. of 
Mexico west of the Mississippi River. 

6. The Southwestern Authority, for the 
drainage basins within the United States of 
the Colorado River and the rivers flowing 
into the Pacific Ocean south of the Cali- 
fornia-Oregon line, and the Great Basin; 
that is, the drainage basins of the rivers in 
the western United States having no outlet 
to the sea. 


7. The Columbia Valley Authority, for the 
drainage basins within the United States of 
the Columbia River and the rivers flowing 
into the Pacific Ocean north of the Cali- 
fornia-Oregon line. 

Provided, however, that nothing in this act 
shall be construed to limit the function, pow- 
ers or duties of the Mississippi River Com- 
mission as created and now functioning un- 
der the Act of June 28, 1879 (ch. 43, secs. 1 
to 7, inclusive, 21 Stat. 37), as amended, 
and as compiled in sections 641 to 651, in- 
clusive, of title 33 of the United States 
Code. The President shall from time to 
time more specifically define or redefine the 
territorial boundaries of the authorities as he 
finds necessary or appropriate to facilitate 
the regional development, integration, and 
coordination of plans, projects and activities 
as in this act provided and to obtain the 


advantages of natural and economic boun- 
daries. 


Merger Is Proposed 
by Canadian Utility 


A plan of simplification of the capi- 
tal structure of Canadian Hydro- 


Electric Corporation, Ltd., and sub- 
sidiaries, for the purpose of clearing 


away present obstacles to dividend ac- 
tion on the first preferred stock, will 
be presented to stockholders in the 
near future. 

The plan provides for the refund- 
ing of the Gatineau Power Company 
6 per cent debentures, of which $14,- 
822,000 were outstanding in the 
hands of the public at the end of 
1936. It is also proposed that Ca- 
nadian Hydro-Electric and Gatineau 
Power merge on the basis of exchange 
of shares of Canadian Hydro-Electric 
for shares of Gatineau Power. 

It is proposed that holders of 6 per 
cent cumulative first preferred stock 
of Canadian Hydro-Electric will re- 
ceive, for each share, one new 5 per 
cent cumulative preferred share of 
$100 par value and one new of com- 
mon share, no par value, of Gatineau 
Power. 

Holders of the 6 per cent non- 
cumulative preferred stock of Cana- 
dian Hydro-Electric will receive for 
each share 514 shares of new common 
stock of Gatineau Power, while hold- 
ers of common shares will receive 
one-eighth share of Gatineau Power 
for each share of Canadian Hydro- 
Electric. 


6 (2114) 


Court Rules Buzzard Roost PWA 


Loan and Grant Constitutional 


Duke Power to appeal decision dissolving injunction to restrain con- 
struction of South Carolina hydro-electric project — Supreme Court 
had remanded suit to lower court for trial — Funds still not available 


Legality of the Public Works Ad- 
ministration to make a $2,852,000 
loan and grant for the construction 
of the Buzzard Roost power project 
in Greenwood County, South Caro- 
lina, was upheld last week by United 
States District Judge J. Lyles Glenn. 

The decision of Judge Glenn dis- 
missed the petition of the Duke Power 
Company for a permanent injunction 
against the county and PWA Admin- 
istrator Harold L. Ickes. Indications 
were given that an appeal will be 
made by the utility to the Circuit 
Court. It is likely that the case will 
again find its way back to the Su- 
preme Court. 


Court ordered trial 


A short time ago the Supreme 
Court remanded the case back to the 
lower court for trial because of an 
error in procedure. 

Duke Power contended that the act 
permitting government financing of 
such projects was unconstitutional be- 
cause, it said, it amounted to govern- 
ment competition with private indus- 
try and federal regulation of intra- 
state enterprise. 

Judge Glenn said in an opinion tha 
“we find as a fact that the evidence 
does not show that the construction 
of this plant at the Buzzard Roost 
location on the Saluda River will 
bring about such a substantial con- 
trol and regulation of the plant’s 
rates as to in fact and substance sup- 
plant state regulation thereof by fed- 
eral regulation.” 


Funds not available 


The Buzzard Roost case was the 
first PWA power loan and grant suit 
to reach the Supreme Court. Funds 
for the project, even with the injunc- 
tion dissolved by Judge Glenn, will 
not be available because the Supreme 
Court, before its adjournment, ac- 
cepted an appeal of the Alabama 
Power Company and the Iowa City 
Light & Power Company to test the 
constitutionality of the PWA in mak- 
ing such loans and grants for con- 
struction of power plants in competi- 
tion with existing utilities. 
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At present there are more than 
fifty PWA power projects held up by 
injunctions. More than $51,000,000 
has been allotted for the projects. 


’ 


Stone & Webster Gets 


Power Line Contract 


Contracts received by Stone & 
Webster Engineering Corporation for 
the construction of new plants, equip- 
ment and distribution systems in the 
public utility industry for the first five 
months this year totaled $9,000,000, as 
against $2,400,000 in the same period 
last year. 

The company announced last week 
that it has been authorized by the 
Southern California Edison Company, 
Ltd., to proceed with the construction 
of 235 miles of single-circuit trans- 
mission line for the transmission of 
electric power from Boulder Dam to 
the utility’s system at Los Angeles. 

The line is designed for 230,000- 
volt operation, will be of steel con- 
struction with aluminum conductors 
and will involve an estimated expendi- 
ture of approximately $3,000,000. 
Present plans contemplate the comple: 
tion of the work by July 1, 1938. 

J. H. Manning, president, stated 
that his company has contracted to 
build a new brass rolling mill and 
office and laboratory for the Bridge: 
port Brass Company at Bridgeport, 
Conn. 


Organize Electrical Workers 


Organization of a local unit of 
union electrical workers embracing 
employees of the Kentucky Utilities 
Company, except the office force, and 
electricians engaged in the building 
industry, has been perfected. W. H. 
Wilson, Kentucky organizer of the 
International Brotherhood of Electr 
cal Workers and A. F. of L. affiliate, 
said that negotiations would be 
undertaken in the near future for 4 
working agreement for higher wag® 
and better working conditions. 
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Bids to Be Received 


on Nebraska Project 


Sealed proposals will be received 
by the Southern Nebraska Rural Pub- 
lic Power District, Hastings, Neb., for 
furnishing all materials, labor and 
performing all work required by the 
plans and specifications for the con- 
struction of a rural electrical distribu- 
tion system of approximately 430 
miles located in Adams, Kearney and 
Phelps Counties, Nebraska. Bids will 
be received and publicly opened 
June 17. 

The project will consist of approxi- 
mately 54 miles of three-phase, 16 
miles of two-phase and 360 miles of 
single-phase lines. It will serve about 
930 customers. 


House Votes Extension 


of PWA for Two Years 


A bill extending the Public Works 
Administration two years was passed 
this week by the House and sent to 
the Senate. Under the bill the PWA 
is permitted to use $95,000,000 in its 
revolving fund and $40,000,000 addi- 
tional funds for grants up to 45 per 
cent to projects voted by states and 
their subdivisions. 

The measure also permits the PWA 
to utilize for loans $124,000,000 now 
available but not allocated. The total 
available to the PWA for further 
allotments amounts to $259,000,000. 

Secretary Ickes urged the continua- 


tion of the PWA in order that the 
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agency might wind up its business, 
particularly outstanding housing proj- 
ects, recent loans to Pennsylvania, Ken- 
tucky, Colorado and Florida and 63 
power projects on which work has been 
suspended by court injuctions. 


Chancellor Voids Tennessee 
Electric Membership Measure 


The electric membership corpora- 
tion act of the 1935 Tennessee Legisla- 
ture, under which Columbia had voted 
a bond issue for TVA power, has been 
held unconstitutional by Chancellor T. 
B. Lytle, City Councillor Kennedy 
stated that under the 1937 act the city 
could go ahead with its $300,000 mu- 
nicipal power system. An appeal from 
the decision will be taken, Mr. Ken- 
nedy said. 

The court ruling affects Lewisburg 
and Fayetteville, which are involved in 
similar litigation. The act was at- 
tacked by the Tennessee Electric 
Power Company to prevent use of the 
bonds. 


Rural Unit in Alabama 
to Serve 1,000 Families 


Preliminary surveys of the Joe 
Wheeler Electric Membership Corpo- 
ration, which proposes to distribute 
TVA power in Morgan and Lawrence 
counties, Ala., indicate that 1,000 
rural families will be served. It is 
stated that 69 miles will be built in 
Morgan County, 25 in Lawrence 
County, in addition to 69 miles al- 
ready in operation in the two counties 
which the corporation will purchase. 





A.F. of L. Pact Signed 
by New York Utilities 


The International Brotherhood of 
Electrical Workers, A.F. of L. affiliate, 
has obtained contracts from four af- 
filiates in the Consolidated Edison 
Company of New York, Inc., system to 
represent employees in collective bar- 
gaining. 

The New York and Queens Electric 
Light & Power Company signed a con- 
tract with the union affecting 4,000 
employees, according to Louis A. Cole- 
man, vice-president. The agreement 
provides a 5 per cent increase effective 
July 1 for all employees receiving less 
than $5,000 a year or who have not re- 
ceived a like increase since the first of 
the year. The estimated pay roll in- 
crease totals $350,000. 


Grants wage increase 

Brooklyn Edison Company, in its 
agreement, grants a 5 per cent wage 
increase, or $700,000 a year, to most 
of its 8,500 employees, effective July 1, 
according to A. Augustus Low, vice- 
president. 

Westchester Lighting Company and 
Yonkers Electric Light & Power Com- 
pany are granting a wage increase of 
$250,000 to the 3,100 employees, ac- 
cording to Edward P. Prezzano, presi- 
dent. The contract insures workers 
against lockouts and the companies 
against strikes during the next twelve 
months. 

The contract of the Consolidated 
Edison with the A. F. of L. union is 
being contested before the National 
Labor Relations Board by the C.I.0 


union. 
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LIGHTING CONFERENCE—Group representing two hundred northern New Jersey municipalities together with home lighting 
advisers and floor sales representatives of Public Service Electric & Gas Company attending the recent two-day lighting con- 


ference of the Westinghouse Lamp Works at Bloomfield, N. J. 
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Latest improvements in lighting were discussed 
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Westinghouse Lamp 
Holds Lighting Meet 


An interested group of young 
women, representing 200 municipali- 
ties of northern New Jersey, attended 
the recent two-day lighting conference 
of the Westinghouse Lamp division at 
Bloomfield. The conference was held 
for the lighting advisers of Public 
Service Electric & Gas Company. 

Thirty-five home lighting advisers 
and 25 floor sales representatives of 
the utility attended the sessions. W. T. 
Blackwell, general lighting representa- 
tive of Public Service Electric & Gas, 
stated that conferences of this type are 
held to acquaint home lighting ad- 
visers with the latest in the art so that 
it can be passed on to the benefit of 
customers. 

A. E. Snyder, executive sales man- 
ager of the Westinghous: Lamp divi- 
sion, welcomed the delegates to the 
conference, during which there were 
demonstrations of better lighting as 
well as a tour of the lamp factory. 


Municipal Utilities Group 
to Hold Meet in Wisconsin 


Speakers and subjects for the ninth 
annual convention of the Wisconsin 
Municipal Utilities Association to be 
held June 17-18 at the Elks Club in 
Manitowoc, Wis., have been an- 
nounced by Walter C. Staeffler, vice- 
president of the association. Amos J. 
Germaine, Westinghouse Electric & 
Manufacturing Company, will make 
an address, entitled “Electricity—Uni- 
versal, Useful and Interesting.” Ralph 
Earle, Line Material Company, has 
taken for his subject “Protective 
Equipment for Distribution Systems,” 
and Eugene Vinet, Edison General 
Electric Appliance Company, for his 
theme “Load Building with Water 
Heating.” 


American Physical Society 


The American Physical Society will 
hold its 214th regular meeting June 
22-23 at the University of Wisconsin, 
Madison. 


Appalachian Coals Meeting 


Industrial executives and power 
plant engineers from the lower penin- 
sula of Michigan and northwestern 
Ohio will be guests of Appalachian 
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Coals, Inc., in Detroit June 15 for a 
fuel engineering conference at the 
Book-Cadillac Hotel. J. E. Tobey, 
manager of the fuel engineering divi- 
sion, Appalachian Coals, Inc., has 
planned the conference and obtained 
outstanding speakers. 


Signal Supervisors to Meet 


Associated Municipal Signal Serv- 
ices, comprising sectional groups of 
Municipal Signal Supervisors, will 
hold its third annual convention at the 
Elizabeth-Carteret Hotel, Elizabeth, 
N. J., June 28-30. The program in- 
cludes three-day business sessions. 


eelings 


National Lighting Conference — Annual 
convention of American Institute of 
Decorators, Waldorf-Astoria Hotel, New 
York, N. Y., June 16-17. Lee Cannon, 
Managing Editor, ‘Interior Design and 
Decoration,” 30 Rockefeller Plaza, New 
York, N. X. 


Wisconsin Municipal Utilities Associa- 
tion—Convention, Elks Club, Manitowoc, 
Wis., June 17-18. John J. Jedwabny, 
secretary, Menasha, Wis. 


Economic Conference for 
Seventh annual meeting, Stevens In- 
stitute of Technology MBngineering 
Camp, Johnsonburg, N. J., June 18-26. 


Canadian Electrical Association—Annual 
convention, Banff Springs Hotel, Banff, 
Alberta, June 21-24. B. C. Fairchild, 

804 Tramways Bldg., Mon- 

Quebec. 


Engineers— 


secretary, 
treal, 


American Institute of Electrical Engi- 
neers—Summer convention, Milwau- 
kee, Wis., June 21-25: Pacific Coast 
convention, Spokane, Wash., August 
30-September 3. H. . Henline, na- 
tional secretary, 33 West 39th St., New 
Zork, BR. z. 


National Association of Credit Men— 
Annual convention. Hotel Stevens, Chi- 
eago, Ill, June 21-25. 


Public Utilities Advertising Association— 
Annual convention, Hotel Pennsylvania, 
New York, June 22. T. H. Spain, 
chairman, Public Service Corporation, 
Newark, N. J. 


American Society for Testing Materials— 
Annual meeting, Waldorf-Astoria Hotel, 
New York, . June 28-July 2. 
R. BE. Hess, assistant secretary, 260 
South Broad St., Philadelphia, Pa. 


International Association of Electrical 
Insvrectors — Joint annual meeting, 
northwestern and southwestern  sec- 
tions, Hotel Utah, Salt Lake City, 
August 23-26, F. D. Weber, secretary- 
treasurer, northwestern section. P.O. 
Box 70, Portland, Ore. H. L. Gerber, 
secretary-treasurer, southwestern sec- 
tion, 914 Merchants Exchange Building, 
San Francisco, Cal. Eastern section, 
Hartford, Conn., September 27-30, 
Joseph P. Rohan, general chairman, 
Hartford Building Department, Hart- 
ford, Conn. 
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Test Boulder Turbine 
in Philadelphia Shop 


Hydrostatic pressure tests recently 
conducted at the Philadelphia shops of 
the Baldwin-Southwark Corporation 
showed the casing of the first of Boul- 
der Dam’s two 115,000-hp. turbines to 
be free of both leakage and objection- 
able distortion at pressures up to 
double the maximum operating head to 
be encountered. 

The turbine is rated at a head of 
480 ft., but in actual operation the 
head will vary from 420 ft. to about 
582 ft. The maximum operating pres- 
sure will be about 250 lb. per square 
inch. Specifications called for tests in 
the shop to double this pressure. 

Test pressures up to 200 lb. per 
square inch were supplied by a cen- 
trifugal pump. A motor-driven triplex 
pump supplied the higher pressures. 
The 10-ft. diameter intake opening and 
the 7-ft. diameter outlet to the pres- 
sure regulator were closed by cast steel 
test heads. A plate steel test barrel 
secured between the upper and lower 
covers closed the annular opening of 
the casing. As the pressure increased 
the deformation at points on the casing 
was measured by a series of dial indi- 
cators mounted on a framework sur- 
rounding the casing. 


Plan Steel Mill Trip at Meet 
of Iron and Steel Engineers 


Five hundred members and guests of 
the Association of Iron and Steel 
Engineers are expected to attend the 
inspection trip conducted by the so- 
ciety to the new 100-inch semi-continu- 
ous plate mill of the Carnegie-IIlinois 
Steel Corporation, Homestead, Pa., on 
June 23. The association will hold a 
meeting at the William Penn Hotel. 
Pittsburgh, Pa., in the evening, where 
a symposium on flood control and re- 
habilitation will be given. 


Light Engineers to Meet 


The 31st annual convention of the 
Illuminating Engineering Society is to 
be held at the Greenbrier Hotel. White 
Sulphur Springs, from September 
27-30. The thirteenth annual Lighting 
Service Conference will be held Sep- 
tember 27. Separate sessions will be 
devoted to residence lighting which 
will be conducted by women engage 
in home lighting work. 
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Holiday Brings Dip in Output 
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Production of 2,131,092,000 kw.-hr. 
by the electric light and power indus- 
try during the week ended June 5 re- 
veals, as usual, the effect of a holiday. 
The amount was about 75,000,000 kw.- 
hr. less than in the preceding week, but 


Weekly Output, Millions of Kw.-Hr. 


1937 1936 1935 
June 5...2,131 May 30..1,922 June 1..1,629 
May 29...2,207 May 23..1,955 May 25. .1,696 
May 22...2,199 May 16..1,962 May 18..1,700 
May 15...2,195 May 9..1,948 May 11..1,702 
May 8...2,176 May 2..1,929 May 4..1,698 
May 1...2,194 Apr. 25..1,933 Apr. 27..1,673 


le 


WEEKLY OUTPUT 





there was an increase of 10.9 per cent 
compared with the like period of 1936. 
The influence of Memorial Day, cele- 
brated on a Monday, was more pro- 
nounced than last year, when it fell on 
a Saturday, but was approximately the 
same as in 1935. 

Gains over 1936 last week decreased 
in the chief industrial regions, held 
steady in the West Central and gained 
in the others. 


—-— ee 
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Operations this year held up better 
than last during February and March, 
but rose less steepiy in April and May. 


Per Cent Change from Previous Year 
Week Ending 








Region June 25 May 29 May 22 
New England. + 5.4 +14.1 +13.1 
Middle Atlantic +10.8 +14.2 +12.7 
Central Industrial. +10.3 +14.9 +15.1 
West Central...... + 6.8 + 6.9 + 7.1 
Suuthern States. ; +19.3 +16.8 +15.1 
nocky Mountain. +27.4 +21.2 +25.1 
Pacific... + 7.5 + 6.6 + 4.8 

United States +10.9 +12.9 +12.1 





April Power Output 
Shows 12.9 % Increase 


Production of electricity for public 
use in April was 9,610,000,000 kw.- 
hr., as against 9,957,000,000 kw.-hr. 
in March and 8,965,000,000 kw.-hr. 
in February, the Federal Power Com- 
mission reports. In addition there 
was a production of 275,900,000 kw.- 
hr. in street and interurban railway, 
electrified steam railroads, and mis- 
cellaneous governmentally owned 
plants, corresponding with 306,000,- 
000 kw.-hr. in March and 282,000,000 
kw.-hr. in February. 

Because of the omission of certain 
plants formerly included, figures on 
production for public use beginning 


with January, 1937, are not directly 
comparable with those of earlier 
years. 

On a comparable basis, the April 
output shows an increase of 12.9 per 
cent over April, 1936. The per cent 
increase in January was 11.7, in Feb- 
ruary 11.2 and in March 17.4. Water 
power contributed 43 per cent of the 
production for public use in April. A 
year ago the ratio was 45 per cent. 
During the first three months of 1937, 
it was 39 per cent. 


Coal stocks sufficient 


Coal stocks held by electric power 
utility plants on May 1, 1937, 
amounted to 9,563,462 net tons. Bitu- 
minous coal was sufficient to last 77 
days and anthracite 202 days. 
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Signs 10,000th Farmer 


Connection of the 10,000th farm cus- 
tomer to the rural lines of Pacific 
Power & Light Company has been an- 
nounced by George T. Bragg, vice- 
president and general manager. At- 
tainment of this mark is the result of 
a steady extension of rural lines since 
1906. One out of every five residences 
served by the company is a farm home. 


Leipzig Fair Dates Set 
The Leipzig Trade Fair will be held 


from August 29 to September 2, in- 
clusive. The fall fair marks the 
1,.978th session of the historic ex- 
change, which has been held without 


interruption for over 700 years. 
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DUPLICATE LINE—Workmen erecting the Sheffield, Ala., $280,000 municipal 

distribution system shown duplicating the existing facilities of Alabama Power 

Company. The city system, which will use TVA power from Muscle Shoals 
and have eleven substations, is being extended to 1,686 customers 


AWARD WINNERS 
AT E.E.I. MEETING 





COFFIN MEDAL—John C., 
Parker, vice-president Con- 
solidated Edison Company 
of New York, Ine., receiv- 
ing from Gerard Swope, 
president of General Elec- 
tric Company, the Charles 
A. Coffin medal 


CURTIS AWARD—Winners of 
the Augustus D. Curtis award. 
L. to r.—Robert W. Butts, Ohio 
Public Service, honorable men- 
tion and $200; C. S. Green, 
New Orleans Public Service, 
first prize and $300; Darwin 
Curtis, who, with Kenneth 
Curtis of Curtis Lighting, Inc., 
made the award, and Oliver R. 
Hogue, Commonwealth Edison, 
honorable mention and $100 
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SPANNING THE GOLDEN GATE—This 
new bridge for San Francisco was offi- 
cially opened on May 28, when President 
Roosevelt released a flow of traffic by 
throwing a switch at the White House 
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ATOM-SMASHER—This huge “atom smasher,” 30 ft. in diameter and 47 ft. 

high, has been constructed at the research laboratories of the Westinghouse 

Electric & Manufacturing Company at East Pittsburgh, Pa., for experiments in 
the field of “nuclear” physics 


HUGHES AWARD—P. M. 
Parry, vice-president of 
Utah Power & Light Com- 
pany, receiving from George 
A. Hughes, president of 
Edison General Electric Ap- 
pliance Company, the 
George A. Hughes award 


MARTIN AWARD —Frank 
W. Smith, Consolidated 
Edison Company of New 
York, Inc., presenting to 
Harold R. Waldron, vice- 
president of Niagara, Lock- 
port & Ontario Power Com- 
pany, the Thomas W. Mar- 
tin award 












Alabama Power Appoints 
E. W. Robinson Vice-President 


Edgar W. Robinson, operating man- 
ager of the Alabema Power Company 
in charge of production, transmission, 
distribution and system operation, has 
been promoted to the position of vice- 
president. Mr. Robinson brings to his 





new executive position a broad back- 
ground of experience in the utility in- 
dustry. 

After a short connection with the 
Westinghouse Electric & Manufactur- 
ing Company, he became affiliated with 
the E. W. Clark interests at Columbus, 
Ohio, as power sales engineer and 
then was assigned to the Tennessee 
Power Company, a Clark subsidiary, 
in and around Chattanooga. Returning 
to Columbus as electrical engineer, he 
gradually assumed more extensive du- 
ties, including electrical and hydraulic 
specifications, design and purchasing. 
In 1919 he left the E. W. Clark & Com- 
pany Management Corporation to en- 
gage in electrical supply business in 
Chattanooga, but returned to the man- 
agement corporation the following 
year as assistant chief engineer. 

Mr. Robinson joined the staff of Al- 
abama Power Company in 1923 as 


12 (2120) 


ews. 


electrical engineer, later becoming as- 
sistant superintendent of distribution, 
superintendent of distribution and su- 
perintendent of transmission and dis- 
tribution. He was appointed operating 
manager last year. 


W. E. Mitchell Becomes Head 


of Southeastern Exchange 
William E. Mitchell, who was 


elected president of the Southeastern 
Electric Exchange at the meeting held 
recently in Hot Springs, Va., has 
played a prominent part in the devel- 
opment of the electric power industry 
in the Southeast. Joining the Alabama 
Power Company in 1912, the year in 
which it was organized, he became a 
leading spirit in the building up of this 
large power system. 

At first he served as electrical engi- 
neer during the construction period, 
and then as operating manager as soon 
as the company’s plants were ready 
to deliver power. As assistant general 
manager and subsequently as_vice- 
president he continued to direct the 
operations of the Birmingham utility, 
with the exception of a short period 
during the World War, until 1927 
when he was elected vice-president and 
general manager of the Georgia Power 
Company, the position he occupies at 
the present time. 

A native of Milton, Mass., and a 
graduate of the Massachusetts Institute 
of Technology, Mr. Mitchell entered 
the training courses of the General 
Electric Company at Schenectady. He 
then spent six years in Brazil, with two 
large power companies in construction 
and operation, becoming the electrical 
engineer of the Bahia Tramway, Light 
& Power Company in Bahia, Brazil. 
Returning to the United States in 1911, 
he served the General Electric Com- 
pany in California and Nevada until 
his connection with the Alabama 
Power Company. 
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ABOUT PEOPLE 


M. Cary Elected President 
of Tide Water Power 


Miles Cary, vice-president and gen- 
eral manager of Florida Public Service 
Company at Orlando, Fla., has been 
elected president and general manager 
of Tide Water Power Company, Wil- 
mington, N. C., a unit of the Associ- 
ated Gas & Electric System. He suc- 
ceeds F. A. Matthes, resigned. At the 
solicitation of his associates, Mr. Mat- 
thes agreed to continue as a member 
of the board of directors. Mr. Cary 
was also elected to the board. 

Mr. Cary became affiliated with the 
Associated System in 1919 as engineer 
for Pennsylvania Electric Company, 
Clearfield, Pa. The following year he 
was made general superintendent of 
construction and maintenance of the 





Penn Public Service Corporation, 
Johnstown, Pa. In 1928 he joined the 
Utility Management Corporation, serv- 
ing for several years as special repre- 
sentative in West Virginia and Ohio. 
In 1931 he was appointed vice-presi- 
dent and general manager of Long Is- 
land Water Corporation, Lynbrook, 
L. L., the position he held until he was 
promoted to Florida Public Service 
Company as vice-president and general 
manager in 1934. 
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Mr. Matthes has been identified with 
Tide Water Power since 1922, when he 
became executive vice-president. sub- 
sequently assuming the duties of presi- 
dent. After the completion of his 
education, his career was one of steady 
advancement through positions with 
mining companies, public and private 
utilities and railroads. He was man- 
ager of utility properties in Laredo. 
Tex., before he joined Tide Water 
Power. 
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> ArcHIE J. Mayorre has been ap- 
pointed secretary of the Consumers 
Power Company to succeed the late 
Robert Davey. Mr. Mayotte became 
affiliated with the Consumers Power 
Company as an auditor 20 years ago 
and became assistant secretary in 1924. 
Previously he had been connected with 
the accounting department of the 
Houghton County Electric Light & 
Traction Company. 


> ARCHIBALD R. GRAusTEIN of New 
York will act as special counsel for 
the United States Maritime Commis- 
sion in charge of the corporate reor- 
ganization matters in which the com- 
mission is interested. Mr. Graustein 
was formerly chairman of the execu- 
tive committee of the New England 
Power Company and recently resigned 
as president and chairman of the board 


of the International Paper & Power 
Company. 


>C. C. Jorpan, sales engineer for the 
past ten years in the steam turbine di- 
vision, Allis-Chalmers Manufacturing 
Company, Milwaukee, Wis., has been 
appointed assistant manager of that di- 
vision. Graduating from Purdue Uni- 
versity in 1923 in mechanical engineer- 
ing, Mr. Jordan began by way of the 
company’s graduate student course, ad- 
vancing to the steam turbine division 
where for a number of years he did 
field testing, handled trouble work and 
sales estimating, prior to his long ser- 
Vice as sales engineer. 


>Epwarp T. GusHEE, vice-president 
of the Detroit Edison Company, has 
been made the recipient this year of 
the J. Shipman memorial award, pre- 
sented each year by the National Asso- 
ciation of Purchasing Agents to the 
purchasing executive considered to 
have made an outstanding contribution 
to the profession. The award, a gold 
medal, was recently presented to Mr. 
Cushée in Pittsburgh at the associa- 
lion's annual banquet. 


Worthington Pump Appoints 
Summersby Sales Manager 


Appointment of J. J. Summersby, as- 
sistant vice-president of Worthington 
Pump & Machinery Corporation, as 
general sales manager of that corpora- 
tion has been announced. This ap- 





pointment is an extension of Mr. Sum- 
mersby’s previous responsibilities. 

Mr. Summersby joined the Worth- 
ington Pump & Machinery Corporation 
as a sales engineer immediately after 
his completion of post-graduate work 
at Washington University, in 1920, and 
has been continuously identified with 
the corporation since then as district 
sales manager, divisional sales man- 
ager and assistant general sales man- 
ager. 

e 


> M. LuckiesH and Frank K. Moss of 
General Electric’s Lighting Research 
Laboratory at Nela Park, Cleveland, 
were recently elected fellows of the 
American Academy of Optometry. 
This honor is in recognition of their 
contributions to optometric science. 


PAtton C. Cuick, engineer of the 
Manufacturers & Mutual Fire Insur- 
ance Company, has been elected presi- 
dent of the Providence Engineering So- 
ciety, succeeding Clarke Freeman, and 
Harotp P. ARNOLD, manager of the 
Providence office of the Westinghouse 
company, has been newly elected vice- 
president. 


> D. Lamar Hout has been named 
sales manager for the Western Colo- 
rado Power Company, succeeding R. 
R. Rowell, who was transferred to the 
Utah Power & Light Company, Preston 
division as division manager. A native 
of Utah, Mr. Holt attended the Uni- 
versity of Utah and New York Uni- 


ELECTRICAL WORLD + JUNE 12, 1937 


versity and traveled abroad. He joined 
the Utah Power sales force in 1929, 
promoting the electric water heater. 
Proving himself a capable sales leader, 
he was promoted to a supervising job 
where he also distinguished himself. 


OBITUARY 


> Epwarp F. BuLMAHN, president, 
treasurer and general manager of the 
Iowa Southern Utilities Company, Cen- 
terville, died suddenly of a heart at- 
tack on May 19. He was 51 years of 
age. Mr. Bulmahn joined the lowa 
Southern Utilities Company in 1919 
and was made vice-president and gen- 
eral manager in 1930, becoming presi- 


dent in 1934. 


> THomas K. CUMMINS, vice-president 
and treasurer of the Boston Edison 
Company, died June 3 at his home in 
Milton, Mass., following an illness of 
several weeks. Mr. Cummins was edu- 
cated at Harvard University. His early 
business connections were in the rail- 
way and banking fields at Boston. He 
had been a member of the board of di- 
rectors and treasurer of the Edison 
company since 1906. It was in 1932 
that he was elected a vice-president. 


> Frank H. WILLARD, president of the 
Graton & Knight Manufacturing Com- 
pany, Worcester, Mass., died at the 
Hanhemann Hospital in that city May 
25 after an illness of five weeks. He 
was 7] years of age. Mr. Willard 
entered the employ of the company 52 
years ago as a helper in the factory. 
In 1926 he was elected president, 
having been general manager for some 
years previous. He was active in local 
banking circles, having served on the 
directorate of one of the leading 
houses, and he was a member of the 
board of trustees of Northeastern Uni- 
versity and a director of the Worcester 


Trade School. 


> CLARENCE E. Morrow, senior engi- 
neer of the engineering firm of Ford, 
Bacon & Davis, died June 6, at his 
residence in New York, of a heart 
malady after a fortnight’s illness. He 
was 49 years of age. A native of Co- 
lumbus, Ohio, Mr. Morrow received 
his education at Whitman College, 
Walla Walla, Wash., and the Massa- 
chusetts Institute of Technology. He 
taught for a time at M.I.T. and then 
was employed successively by Stone & 
Webster and the Guaranty Company 
of New York before joining Floyd, 
Bacon & Davis. 
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Allis-Chalmers Net 
$1,504,897 in 1937 


Net income of the Allis-Chalmers 
Manufacturing Company for the first 
quarter of 1937 totaled $1,504,897, or 
85 cents a share on 1,770,853 no par 
shares of common stock otustanding 
at the close of the quarter, after all 
charges and reserves except for the 
undistributed profits surtax. Net in- 
come for the corresponding quarter of 
1936 was $754,127, or 56 cents a 
share on 1,344,479 no par shares then 
outstanding. 

Billings for the quarter were $17,- 
788,395, compared with $11,633,167 
in the similar period of last year, an 
increase of 53 per cent. 

Orders booked for the quarter 
amounted to $24,205,565, an increase 
of 82 per cent over the $13,275,764 
bookings in the similar period of 1936. 
Unfilled orders on March 31, 1937 
totaled $20,235,507, compared with 
$9,153,189 March 31, 1936 and $13,- 
818,337 at the close of 1936. 


Yarnall-Waring Expands 


Announcement has been made by 
the Yarnall-Waring Company, Phila- 
delphia, of the construction of an 
80x80 extension to its manufacturing 
plant in Chestnut Hill, to facilitate the 
handling of the present heavy demand 
for power plant specialties. 


American Transformer Plans 
Unit for Parts Manufacture 


The American Transformer Com- 
pany is building a relatively small 
monitor-type building, according to 
Thomas M. Hunter, president. It was 
pointed out by Mr. Hunter that the 
building is being constructed “not be- 
cause of the great increase in busi- 


14 (2122) 


AND MARKETS 


ness, but we are providing facilities 
for manufacturing parts, which we are 
now buying outside, and the entire 
purpose of this building is to make 
our operations self-contained.” 

Mr. Hunter stated that while there 
may be a slight increase in output, 
it will be nothing like double, and the 
building is being financed purely on 
the basis of economies in manufac- 
ture and not for the purpose of expan- 
sion. 


April Laundry Units 
Sales Show Increase 


Shipments of household washers in 
April totaled 185,328 units, an increase 
of 23.85 per cent over a year ago, 
according to J. R. Bohnen, secretary of 
the American Washing Machine Man- 
ufacturers’ Association. This was the 
second highest month in the history of 
the industry. 

Shipments for the first four months 
this year totaled 646,009, as against 
565,538 in the same period last year, 
a gain of 14.22 per cent- 

Household ironers shipped in April 
totaled 17,992, as against 15,446 a 
year ago. For the first four months 
shipments totaled 67,879, as against 
61,988 a year ago, a gain of 9.5 per 


cent. 
° 


Moves New York Offices 


Announcement has been made by 
the Century Electric Company of the 
removal of its New York office from 
50 Church Street into larger quarters 
in the Underwood Building, 30 Vesey 


Street. 
& 


Sangamo’s Chicago Address 


Sangamo Electric Company has an- 
nounced that the address of the Chi- 
cago offices is now 140 South Dear- 
born Street. 
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Frigidaire to Make 
General Appliances 


The Frigidaire division of the Gen- 
eral Motors Corporation will broaden 
its manufacturing and marketing activ- 
ity in the near future, making its en- 
trance into the general appliance field, 
E. G. Biechler, general manager, an- 
nounced last week at the annual 
summer convention of Frigidaire’s dis- 
tributing organization heads. 

The first appliances to augment the 
division’s domestic and commercial re- 
frigeration equipment will be electric 
ranges and electric washers, Mr. Biech- 
ler said. Complete lines of both 
products are in process of development 
and will go into production soon. 

Frigidaire’s executives, engineers, 
market analysts and sales managers 
have been working for several years 
to determine the public’s desires for 
ranges and washers, Mr. Biechler said. 
An appliance engineering section was 
established a year ago to study various 


types. 
. 


Completes Electric Home 


An all-electric home has been com- 
pleted by the B. C. Electric Railway 
Company and will be used for public 
demonstrations of electrical appli- 
ances. The company states that the 
home was designed for persons of 
moderate means, to retail for approxi- 
mately $5,000. Lighting systems. 
kitchen appliances and other electrical 
equipment are of modern design. 


Elsbert Manufacturing Opens 
Offices, Factory in Chicago 
Organization of the Elsbert Manu- 
facturing Company, Inc., with offices 
and factory at Chicago, is announced 
by B. J. Grigsby, president. Mr. 


Grigsby organized and was president 
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of the former Grigsby-Grunow Com- 
pany. Other officers of the new com- 
pany include R. J. Grigsby, vice-presi- 
dent; O. E. Grigsby, secretary; H. E. 
Kranz, chief engineer. 

The company is developing and, will 
shortly begin manufacture, of a new 
type of slow-speed, high-torque frac- 
tional-horsepower electric motor; also. 
ignition devices and systems for 
greater efficiency in imernal combus- 
tion engineers, particularly with low- 
grade fuel, it was said. 


Earnings Statements 


The following corporate reports 
have recently been issued by electrical 
manufacturing companies: 


Babcock & Wilcox —Including wholly 
owned subsidiaries, four months to April 
30, net profit, $111,192, equal to 49 cents a 
share on 223,990 shares which were out- 
standing at end of 1936. In same period 
a year ago there was a net loss of $148,141. 
These figures do not include company’s pro- 
portion of earnings of controlled companies 
which were approximately $158,000 for the 
first four months of this year against $73,000 
for the 1936 period. Net profit for the 
twelve months ended on April 30, 1937, 
amounted to $1,471,200, equal to $6.57 each 
on 223,990 shares. 

Servel, Inc.—Net profit for the quarter 
ended April 30 amounted to $1,904,242 after 
depreciation, bond interest, Federal income 
tax, estimated undistributed-profits tax and 
other charges. After dividend requirements 
on the 7 per cent preferred stock, the profit 
equalled $1.06 each on 1,781,426 shares of 
$l, par common stock. This compares with- 
$388,186, or 21 cents a common share, earned 
in the preceding quarter, and $1,381,581, or 
77 cents a common share for the three 
months to April 30, 1936. 


Dividend Payments Declared 


Among the electrical manufacturers 
which have recently announced divi- 
dends are the following: 


Square D Company, 35 cents a share on 
the class B common stock. This represents 
an increase of 10 cents over the last dis- 
burserment on March 31. 

Superheater Company, quarterly dividend 
of 37'4 cents a share on the common stock, 
an increase of 25 cents over the last pay- 
ment on April i5. 

Blaw-Knox Company, interim dividend of 
25 cents on the common stock, compared 
with an interim payment of 20 cents on 
April 15 and a dividend of 35 cents on 
December 18, last. 





New York Metal Prices 
June 1,1937 June 9, 1937 
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Field Reports on Business 


Electrical manufacturers are optimistic concerning production activi- 


ties during the summer. Several large projects are soon to go into 


construction. Retail sales of appliances have shown no trend toward 


going into a slump. Refrigerator and air-conditioning sales are at 


record volume. 


PACIFIC COAST 


San Francisco building permits issued 
in May are typical of coast conditions, run- 
ing 15 per cent ahead of both April, 1937, 
and May, 1936, and consisting of about 
50 per cent of frame buildings. Typical 
also is Pacific Gas & Electric Company’s 
joint quota for themselves and dealers for 
major appliances in northern and central 
California during the year, covering 45,200 
refrigerators, 40,180 washers, 28,710 clean- 
ers, 4,622 ranges, 13,175 ironers and 104.- 
360 radios. 

Electrical wholesale business for the year 
averages increases over last year of apvroxi- 
mately 15 per cent in southern California, 
50 per cent in northern California, 35 per 
cent in the northwest and 90 per cent in 
Salt Lake City area. 

Rural electrification proiects are increas- 
ing. but are considered still far from peak, 
including an 8l-mile $88,000 allotment for 
Washington in Cowlitz area and a _ 700- 
consumer. 350-mile, 900-hp. system planned 
for northeastern California. Snecific or- 
ders of various kinds include $28.642 of 
115-kv. Pacific disconnect switches and 
$15,951 Victor insulators for Bonneville 
Dam, $92.140 circuit breakers and $49,127 
feeder voltage regulators for Los Angeles 
system, and small substations for Bay area 
and a Nevada irrigation district. Copper 
prices still reflect the last decrease in early 
May, but a stroneer market forecasts an 
advance and is influencing the placing of 
such business as the recent order for 
$75.000 oil-filled. 115.000-velt cable for East 
Bay district distribution indicates. 


NEW ENGLAND 


Sales of electrical equipment are _ hold- 
ing up auite well in this district: small 
motors are selling well and single lot 
orders continue to be received in good 
volume, according to one manufacturer. 
Heavy machinery negotiations are lagging; 
recently bids were asked for a 40,000-kw. 
turbo-generator unit and there is still a 
good-sized amount of deferred demand to 
be filled by engineers in this district. 

Central station supplies are quiet; one 
prominent distributor reports a sharp de- 
cline in buying during the past month; 
distribution transformers are moving fairly 
regularly. Line materials are spotty. In- 
dustrial electric heating is progressing; the 
Detroit Electric Furnace Company has sold 
a 250-kw. furnace to the American Tool 
& Machinery Company, Hyde Park, Mass., 
for melting iron and steel: also, a 100 kw. 
are furnace has been bought by the Con- 
solidated Ashcroft Hancock Company, Inc., 
Boston. Both furnaces will operate on 
Boston Edison service. 

The Reece Buttonhole Machinery Com- 
pany, Boston, has purchased 185 kw. in 
electric heat treating equipment. Com- 
mercial electric cooking equipment is in 
demand. A_ Brookline restaurant has 
ordered 72 kw. in electric cooking appara- 
tus; negotiations are under way in good 
volume. Interior lighting is advancing; 
many commercial lighting users are refill- 
ing sockets with originally specified lamp 
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sizes due to business improvements. One 
of the largest New England textile mills 
has closed a contract for the installation 
of mercury-vapor lamps. Last week 10,000 
ft. of 3-in. wooden conduit was purchased 
for extending field lighting service of the 
Boston Airport. 


CHICAGO 


Although general business activity re- 
mained on a fairly even keel last week, 
an increasing number of isolated examples 
were noted showing signs of tapering off. 
The belief that rather extensive recession 
well into the third quarter is in prospect 
gained new adherents. So far no general 
retrogression has taken place, but the labor 
situation and other developments of the 
week account to a considerable degree for 
the less hopeful tone of business com- 
ment. 

The controversy involving the three in- 
dependent steel makers and their workers 
appears to be deadlocked. Several large 
orders for electrical equipment are being 
held up pending a solution of the difficul- 
ties, which have the three plants at a stand- 
still. However, in the stock yards activity 
is progressing at a brisk pace. Several 
large orders for electrical equipment were 
placed last week, including $40,000 for 
cable, two 1,500-kw. generators and six 
50-hp. motors. Switching and control ap- 
paratus are also selling in good volume. 

Utility purchases showed a moderate in- 
crease last week over the previous week 
and are substantially above a year ago. 
Electric appliance sales are holding up 
well, the demand increasing steadily during 
the past few weeks. Electrical contractors 
report activity decreasing slightly. 


NEW YORK 


Electrical manufacturers report that the 
volume of business now on hand will keep 
production at a high level throughout the 
summer. It was indicated in some quarters 
that while the volume of new orders has 
shown a decline from recent peaks business 
they are sufficient to keep plants at a high 
rate of operations. 

Utilities report that rural line construction 
is moving ahead at increased velocity with 
warmer weather. Stone & Webster Engineer- 
ing is preparing to start work on the Boulder 
Dam line to Los Angeles. Other large proj- 
ects are soon to be undertaken. Retail trade 
is still brisk in household electrical appli- 
ances. Record sales are being reported in 
refrigerators and air-conditioning units with 
new peaks being established. 

The steel strike has caused a drop in 
general business. Some difficulties are being 
expected with the C.1.0. drive to unionize 
all utility employees. The New York utili- 
ties are signing agreements with the A.F. of 
L., much to the resentment of the C.L0. 
unions. The sentiment among some utility 
employees is more pro-company union, which 
means that unionization may meet with some 
difficulty. The demonstrations in the steel 
and automobile areas by C.1.0. union organ- 
izers has been everything but encouraging 
to industrial peace. 
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Reflecting the dullness of the general market, utility stocks were off slightly 


from last week’s prices. 


“Electrical World” index, 31.8; previous week, 32.5; 


year ago, 36.0; 1937 high, 41.5 


Ohio Utility Makes 
$10,000,000 Offering 


Cincinnati Gas & Electric Company 
has made an offering of first mortgage 
bonds, 31% per cent series, due 1967, 
to the amount of $10,000,000, priced 
at 10214 per cent and accrued interest. 

Net proceeds of the new bonds, esti- 
mated at $9,978,500 after deducting 
estimated expenses of $71,500, will 
be used by the company in part to 
reimburse its treasury for certain capi- 
tal expenditures, to provide funds to 
complete the enlargement of, and to 
provide flood protection for, its elec- 
tric generating stations and the ex- 
tension of its electric transmission 
system. It is estimated the capital 
expenditures made and to be made 
will aggregate approximately $12.- 
600,000. The additional cash 
required will be provided out of other 
funds of the company. 


Adds Two Members to Board 
Stockholders of the Wisconsin Pub- 


lic Service Corporation have voted to 
increase the directors from five to 
seven. New directors named are A. 
J. Goedjen, division manager, and A. 
G. Carson, chief engineer, both of 
Green Bay. 

. 


Seeks to Delist Preferred 


Because too few shares remain out- 
standing, the New York Stock Ex- 


change has made application to the 


16 (2124) 





SEC for permission to strike from list- 
ing and registration the $7 and $8 
cumulative preferred stock of the Gen- 
eral Gas & Electric Company. Only 
2,613 shares of the first and 1,595 
shares of the second issue remain in the 
hands of the public, aside from hold- 
ings by the company’s affiliates. The 
Stock Exchange authorities maintain 
that the number of shares outstanding 
is too small to provide a representa- 


tive market. 
. 


Westchester Lighting 
Plans New Bond Issue 


A petition for permission to issue 
$25,000,000 of 33 per cent bonds, due 
1967, to be sold to bankers at a price 
of not less than 98 has been filed by 
the Westchester Lighting Company 
with the Public Service Commission. 
The proceeds, which will yield the 
company not less than $24,500,000. 
will be applied toward payment of 
advances made by the parent company, 
Consolidated Edison Company of New 
York, Inc., and its affiliate, Brooklyn 
Edison Company, Inc. 

The company states that while no 
contract has been made as to the dis- 
position of the bonds, the issue would 
be offered to the public at a price of 
not more than 2 per cent above the 
price to the underwriters. Consoli- 
dated Edison will guarantee both 
interest and principal. 

Advances to Westchester Lighting, 
as of April 30, total $12,000,000 by 
Consolidated Edison and $13,000,000 
by Brooklyn Edison. 
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The company has filed a petition 
with the commission for authority to 
change the stated value of its capital 
stock. The company would reduce the 
stated value of 836,000 shares from 
$41,800,000 to $36,784,000, the reduc- 
tion being transferred to surplus, in- 
creasing it to $7,510,734. The stock 
is owned by Consolidated Edison. 





Court Halts Sale 
of Collateral Stock 





Supreme Court Justice Collins 
signed an order this week in New York 
temporarily enjoining the sale at auc- 
tion scheduled for June 9 of 712,411 
shares of the Jersey Central Light & 
Power Company held by the New York 
Trust Company as collateral for a 
National Public Service Corporation 
debenture issue. The New Jersey 
Power & Light Company, holder of 
$802,000 in debentures, applied for 


the injunction. 


Long Island Issue Approved 
New York Public Service Commis- 


sion has approved the application of 
the Long Island Lighting Company 
for the issuance of $16,699,000 of re- 
funding bonds. The commission 
stipulated that the company agree to 
deposit $480,000 a year in a desig: 
nated bank, the deposits to be at the 
rate of $40,000 a month and the sum 
to be set aside from the utility’s net 
income before payment of dividends 
so that it shall not go into the surplus 
account and thus be available for pay- 
ment of dividends. 





Utilities Earnings 





Net Income 
Public Service Corp. 1937 1936. 
of N. J.......$24,951,874 $23,185,317 
The Detroit Edison 
and subs .. 
Pacific Gas & Elec. 
WE GUE eee 17,247,137 
Commonwealth & 


10,718,982 10,699,1697 


14,063, 797* 


Southern and subs. 15,128,029 10,128,67¢7 
Amer. Pwr. & Lt. pe 
ORG S008 2.4.5. 10,739,711 = 8,759,754" 
Penn. Pwr. & Lt... 8,015,762 8.136.541 
Kansas City Pwr. 
ES pence a cies 4,671,284  4,012,0147 
Amer. & For. Pwr. main 
and subs ...... 5.714.274 3,548,078 
Nat. Pwr. & Lt. es 
and subs ...... 7,591,190 6,217,969 
Elec. Pwr. & Lt. oe 
and subs ...... 8,466,265 3,164,214 
Standard Gas c al 
Elec. and subs.. 4,425,095 2,505,602" 


* Twelve months ended March 31 

+ Twelve months ended April 30 vail 

¢ 1937 figures includes $1,160,000 not aval 
able to common; comparable 1930 figure, 
$121,000 
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New “H” Motor—Available in several 
different types, such as ventilated, totally 
inclosed, sleeve and ball bearing and with 
worm gear speed reduction units, a new 
1/50-hp. motor is announced by the Dumore 
Company, Racine, Wis. Standard totally in- 
closed model is rated at 1/50 hp. at 6,500 
r.p.m. for 30-minute duty; standard open 
model is rated at 1/50 hp. at 5,000 r.p.m. 
continuous duty, or 1/55 hp. at 4,000 r.p.m. 
for 30-minute duty. 


CooLers—Beverage and water coolers for 
small stores, offices and similar places con- 
tinue to make their appearance. The com- 
mercial division of Norge Division, Borg- 
Warner Corporation, Detroit, is marketing 
immersion type beverage coolers using the 
Norge Rollator compressor employed in this 
line of refrigerators. A temperature control 
mounted under the cap receptacle provides 
eleven different degrees of cooling. (This di- 
vision also offers a new line of pressure and 
bottle type water coolers.) Westinghouse 
Electric & Manufacturing Company, Mans- 
field, Ohio, announces the addition of two 
new low-cost models to its line of pressure 
and bottle type water coolers, which, in spite 
of their low cost, have hermetically sealed 
mechanisms. 


Floor PoLisHeR—Some time after July 1 
a new electric floor polisher will be available 
from General Electric’s Appliance and Mer- 
chandise Department at Bridgeport, Conn. 
Appliance makes use of friction rather than 
weight, scrubs, waxes and polishes, employ- 
ing brushes, hard rubber disks and felt buf- 
fers which are fitted into rubber cups on the 
bottom of the device. Handle may be oper- 
ated at three angles to suit the operator’s 
convenience and even laid flat on the floor 
for polishing under furniture. Soft rubber 
bumper around bottom of polisher protects 
furniture. Oiling is unnecessary. 


PHoro Crett—A low-cost industrial type 
photo tube, known as type CE-868, designed 
by the Continental Electric Company of St. 
Charles, Ill., is said to enable users and 
Prospective manufacturers to produce photo 
tube equipment at reduced prices. Standard 
four-prong base is ysed; operating voltage 
is 9) volts, average output 50-80 micro-amp. 
per lumen. 


Vapor-Proor Lamp Guarp—McGill Man- 
ufacturing Company, Electrical Division, Val- 
paraiso, Ind., has recently added a portable 
lamp guard to its line which is said to be 
Yapor-proof, shock-proof and_ spark-proof. 
Seven parts make up the guard, designated 
& No. 3005: Bakelite handle, with inserts 
and screws; brass wire guard; Pyrex in- 
closing globe, which will take a 100-watt 
amp; end plug; rubber sleeve; composition 
socket and rubber ring. 


Miniature Pane Instruments—A new 
ine of round and rectangular design minia- 
tre instruments available in a.c., d.c., rec- 
‘ox and radio-frequency types has been an- 
hounced by Westinghouse Electric Manu- 


EQUIPMENT 


facturing Company, East Pittsburgh. For 
use as ammeters, milliameters, microam- 
meters, voltmeters, millivoltmeters, power 
level meters and voltohmmeters, this line of 
Type 35 miniature instruments is said to be 
accurate, durable and easily read. But two 
types of mechanisms are employed in the 
entire line, it is said, providing interchange- 
ability of parts; instruments are rated at 
750 volts. 


BeNncH AND Desk LicuHts—Special joints 
give greater flexibility to two new types of 
lamps. The “WesCrel,” manufactured by the 
Michigan Bumper Corporation, Specialty Di- 
vision, Detroit, is described as a multiple- 
use light. Bulb and shade are at the end of 
a triple-jointed metal horizontal arm; joints 
are held by friction and provide lamp with 
both overhang and directional light plane. 
Besides the industrial model pictured, the 
lamp is also offered in a floor type for home 
and office use. The Miller Rotor Arm desk 
lamp, product of the Miller Company, Meri- 
den, Conn., features a rotor arm by means 
of which the lamp may be turned to any 
angle without fraying, wearing or buckling 
the lamp cord and makes use of an inner 
glass diffusing bowl. 


New “H” 





Floor Polisher 
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TECHNICAL BULLETINS 


Unperwriters’ List—‘List of Inspected 
Electrical Appliances,” dated May, 1937, 
published by the Underwriters’ Laboratories, 
Inc., may be secured from the main office 
at 207 East Ohio Street. Chicago. As 
before, two classes of equipment are con- 
sidered, those for use in ordinary locations 
and those for use in hazardous locations. 
List is arranged alphabetically, both as to 
subjects and as to manufacturers’ names. 


LABORATORY EQuiIPpMENT—For use of en- 
gineering colleges and trade schools in pre- 
paring specifications for new laboratory in- 
stallations or enlargements of present facili- 
ties, Westinghouse has published a_ booklet 
“Suggested Specifications for Electrical 
Laboratory Equipment.” Specifications cover 
equipment from incoming lines to tools; six 
different lists of apparatus are suggested for 
various size schools. A list of experiments 
that might be carried out with the specified 
apparatus is included. Copies may be se- 
cured from the nearest district office or from 
Department 5-N, Westinghouse Electric & 
Manufacturing Company, East Pittsburgh. 


“SPECIFICATIONS for the Construction and 
Maintenance of Jointly Used Wood Pole 
Lines Carrying Supply and Communication 
Circuits” is the subject of E. E. I. Publi- 
cation No. E3. Specifications based on 
Part Two, Fourth Edition of the National 
Electrical Safety Code are offered and 
recommended for field trial. General re- 
quirements, normal and special joint use 
construction, and joint use construction— 
secondary or trolly circuits—are covered in 
the bulletin. Priced at 50 cents to mem- 
bers and their employees, $1.50 to non- 
members in the U. S., copies may be ob- 
tained from Edison Electric Institute, 420 
Lexington Avenue, New York, N. Y. 


Motor 


“WesCrel” Industrial Model 
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Phelps Dodge Exempted 


SEC has issued an order exempting 
the Phelps Dodge Corporation from 
all those provisions of the Public 
Utility Holding Company Act which 
would require it to register because 
of its owning, controlling or holding 
with power to vote 10 per cent or more 
of the outstanding voting securities of 
Ajo Improvement Company, Upper 
Verde Public Utilities Company and 
Warren Company. The commission 
ruled that the company is primarily 
engaged in one or more businesses 
other than the business of a public- 
utility company and does not derive 
any material part of its income from 
public utility subsidiary companies. 


Detroit to Install New Units 


Three thousand new incandescent 
street lights, specially designed by Gen- 
eral Electric engineers to meet the re- 
quirements of the City of Detroit, will 
replace outmoded arc lamps on several 
main streets, L. J. Schrenk, superin- 
tendent of the city’s Public Lighting 
Commission, has announced. The new 
units will give about six times as much 
street illumination as the old arc 
lamps, he said. The new fixtures will 
be installed as a major part of a $400.- 
000 program for the general improve- 
ment of Detroit’s street lighting to 
decrease night traffic accidents. 


Los Angeles Lets Contracts 
The Los Angeles Water & Power 


Commission has awarded contract to 
the Kelman Electric & Manufacturing 
Company, Los Angeles, for oil cir- 
cut breakers at price of $70,999; and 
‘for quantity of copper wire to Ana- 
conda Wire & Cable Company, New 
York, N. Y., at price of $27,027. An 
award for insulators and pins has 
been made to Ohio Brass Company, 
Mansfield, at a figure of $13,548. 


Mallory Acquires Electrad 
P. R. Mallory & Company, Inc., In- 


dianapolis, announces the purchase of 
the assets, good will, trade-marks. 
patents and patent rights of Electrad, 
Inc., New York City. L. A. de Rosa. 
chief engineer, and other key em- 
ployees of Electrad, Inc., will join the 
Mallory organization. Plant and of- 
fices will be moved to Indianapolis. 
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OPPORTUNITIES 


KNOXVILLE, TENN.—Director of Purchases, 
Tennessee Valley Authority, Knoxville, re- 
ceives bids until July 1 for two 36,000-hp. 
hydraulic turbines for Chickamauga power 
plant, and for two similar turbine units, each 
34,000-hp. capacity, for Guntersville gen- 
erating station. 


Auturas, Catir.—Surprise Valley Electrifi- 
cation Administration, Alturas, has plans for 
primary and secondary lines for rural elec- 
trification in parts of Modoc and Lassen 
Counties, Calif., and Lake County, Ore., to- 
taling about 345 miles, with power substa- 
tion and service facilities. Work is scheduled 
to begin soon. A 900-kw. generating station 
will be built in vicinity of Alturas for power 
supply. Fund of $500,000 has been arranged 
through Federal aid for project. 


Witmincton, N. C.—Ethyl-Dow Chemical 
Company, Kure Beach, Wilmington, plans 
installation of motors and controls, electric- 
operated pumping machinery, conveyors and 
other equipment in connection with expan- 
sion and improvements in local ethylene 
dibromide production plant. Capacity will 
be doubled. Entire project will cost about 
$1,000,000. Company is affiliated with Dow 
Chemical Company, Midland, Mich. 


Jorpan, Minn.—Minnesota Valley Electric 
Cooperative, Inc., Jordan, F. M. Wrabeck, 
secretary, receives bids until June 14 for 
rural electrification system in parts of Car- 
ver, Scott, Hennepin, Rice, Sibley and neigh- 
boring counties, including poles, pole fix- 
tures and hardware, primary lines, trans- 
formers and accessories, secondary lines and 
service facilities. Pillsbury Engineering 
Company, 1200 Second Avenue South, Min- 
neapolis, Minn., is consulting engineer. 


DenveR, CoLto.—Bureau of Reclamation, 
Denver, receives bids until June 15 for four 
2500-kva., 6900 to 39,840/69,000 Y-volt trans- 
formers; four 667-kva., 6900 to 19,920/34,500 
Y-volt transformers; three 100-kva., 6900 to 
2400-volt transformers; three 100-kva., 6900 
to 240/120-volt transformers; and one 50- 
kva., 6900 to 240/120-volt transformers for 
Seminoe power plant, Casper-Alcova Project, 
Wyo. All equipment will be installed by 
Government (Specifications 930-D). 


Ortanpno, Fra.—Orlando Utilities Com- 
mission receives bids until June 21 for addi- 
tion to municipal power station, including 
one 10,000-kw. turbo-generator unit with ac- 
cessories, 1500-hp. boiler and auxiliary equip- 
ment. Also for new 175-foot stack at station. 
Entire project is estimated to cost about 
$650,000. Robert & Company, Atlanta, Ga., 
is consulting engineer. 


PuEBLo, Coto.—Southern Colorado Power 
Company has plans maturing for new 66,000- 
volt transmission line from Pueblo to Fowler, 
Rocky Ford, La Junta, Ordway and vicinity. 
Aluminum cable will be used, reinforced 
with steel. Cost about $225,000. 


Koxomo, Inp.—Chrysler Corporation, 341 
Massachusetts Avenue, Detroit, Mich., plans 
installation of motors and controls, regula- 
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tors, conveyors, electric hoists, loaders and 
other equipment in new branch automobile 
plant at South Kokomo, for Dodge Brothers 
Corporation Division, comprising part of 
former works of Haynes Automobile Com- 
pany, to be expanded and equipped for 
production of gears and transmissions, axles 
and other kindred equipment. Entire proj- 
ect will cost over $1,500,000. 


Lincotn, Nes.—Eastern Nebraska Public 
Power District, 204 South Eleventh Street, 
Lincoln, receives bids for primary and sec- 
ondary lines for rural electrification in parts 
of Otoe, Cass and Saunders Counties, in- 
cluding poles, pole fixtures and hardware, 
transformers and accessories, wire and cable, 
etc., for about 421 miles, in all. Fund of 
$490,000 has been arranged through Federal 
aid. Henningson Engineering Company, 
Union State Bank Building, Omaha, Neb.. is 
consulting engineer. 


Mempuis, TENN.—City Light and Water 
Commission will ask bids soon, closing on or 
about June 28, for miscellaneous electrical 
equipment for new power substation at 
Sonthern city limits for TVA power supply. 
Cost estimated close to $200,000. 


Houston, Tex.—Byron Jackson Company, 
Berkeley, Calif., plans installation of mo- 
tors and controls, regulators, conveyors, elec- 
tric hoists and other equipment in new 
branch plant for production of oil well 
equipment and supplies on 6-acre tract of 
land on Navigation Street, Houston, recently 
acquired. Entire project will cost about 


$450,000. 


WaterLoo, Iowa—Iowa Public Service 
Company, Sioux City. Iowa, has let general 
erection contract to John G. Miller Construc- 
tion Company, Black Hawk Building, Water- 
loo, for addition to steam-electric generating 
plant at foot of Lafayette Street, Waterloo. 
Work on superstructure will begin soon. 
Cost estimated at $1,000,000, including new 
equipment for increased capacity. 


Dover, N. J.—Commanding Officer, Ord- 
nance Department, Picatinny Arsenal, near 
Dover, receives bids until June 21 for one 
1500-kw., condensing steam turbine alter- 
nator (Circular 833). ~ 


Mercepes, Tex.—Valley Rural Electrifica- 
tion Association, Mercedes, Judge B. H. Ox- 
ford, Mission, Tex., head, plans primary 
and secondary lines for rural electrification 
in parts of Cameron, Hidalgo and Willacy 
Counties, totaling about 1000 miles, with out- 
door power substations and service facilities. 
Fund of about $930,000 is being arranged 
through Federal aid. Proposed to begin 
work this summer. 


Greenwoop, Wis.—Taylor County Electric 
Co-operative, Greenwood, Andrew Hetland, 
president, will take bids soon for primary 
and secondary lines for rural electrification 
in parts of Clark, Taylor and Marathon 
Counties, totaling about 230 miles, with 
power substations and service facilities. Fund 


of $225,000 has been arranged. 





